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Abstract: An actual account of the angle random walk (ARW) coefficients of gyros in the 
constant rate biased rate ring laser gyro (RLG) inertial navigation system (INS) is very 
important in practical engineering applications. However, no reported experimental work 
has dealt with the issue of characterizing the ARW of the constant rate biased RLG in the 
INS. To avoid the need for high cost precise calibration tables and complex measuring 
set-ups, the objective of this study is to present a cost-effective experimental approach to 
characterize the ARW of the gyros in the constant rate biased RLG INS. In the system, 
turntable dynamics and other external noises would inevitably contaminate the measured 
RLG data, leading to the question of isolation of such disturbances. A practical observation 
model of the gyros in the constant rate biased RLG INS was discussed, and an experimental 
method based on the fast orthogonal search (FOS) for the practical observation model to 
separate ARW error from the RLG measured data was proposed. Validity of the 
FOS-based method was checked by estimating the ARW coefficients of the mechanically 
dithered RLG under stationary and turntable rotation conditions. By utilizing the 
FOS-based method, the average ARW coefficient of the constant rate biased RLG in the 
postulate system is estimated. The experimental results show that the FOS-based method 
can achieve high denoising ability. This method estimate the ARW coefficients of the 
constant rate biased RLG in the postulate system accurately. The FOS-based method does 
not need precise calibration table with high cost and complex measuring set-up, and 
Statistical results of the tests will provide us references in engineering application of the 
constant rate biased RLG INS. 
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1. Introduction 

A ring laser gyro (RLG) is an ideal angular measurement sensor for a high precision inertial 
navigation system (INS) [1-4]. Several well-known firms in the inertial field have been working on 
laser gyro navigation systems employing the rate biased technique as a technical and economical 
solution for long endurance accurate autonomous navigation [1,2,5,6]. 

The rate biased technique requires only a single drive versus the three equivalent drives in the 
mechanically dithered technique and combines platform-like high dynamic stability with typical 
strapdown simplicity and robustness. To avoid the stringent requirement for rapid turntable reversal, a 
special constant rate mode of the rate biased RLG was developed, in which the RLG is operated 
through continuous turntable rotation above the lock- in threshold in a single direction [1]. 

All types of inertial sensors exhibit errors such as bias, scale factor, and noise, among others. As a 
rotation modulation system for the constant rate biased RLG INS, eliminating fixed or slowly changing 
bias errors of equivalent horizontal sensors through turntable rotation guarantees significantly higher 
navigation accuracy [1,2,7,8]. Besides, the bias and scale factor errors are deterministic errors that can 
be greatly eliminated by proper calibration [1,2]. Main terms contributing to the scale factor of the 
constant rate biased RLG were derived from theoretical and experimental study of the constant rate 
biased RLG in [9]. The mechanically dithered RLG exhibits an additional source of ARW error in 
typical RLG INS', but the rate biased RLG avoids this source of noise by replacing the vulnerable and 
noisy dithering mechanism [1,7]. However, angle random walk (ARW) error cannot be attenuated by 
the turntable rotation [7,8], making it the dominant RLG error source for the rate biased RLG INS. 

With its potential for high measuring accuracy, it is valuable to study the operation performance of 
the constant rate biased RLG to best exploit the inherent quality of the RLG system. The most 
compelling evidence is the fact the way to improve operation performance of the inertial sensor is to 
know more details about the noise components in the sensor measured data [7]. As a directly 
measurable quantity, Allan variance (AVAR) is an effective way to determine the characteristics of 
various types of noise terms in the inertial sensor data [10]. 

An actual account of ARW coefficients of the gyros in the constant rate biased rate RLG INS is 
most important to determine the a prior probability for the Kalman filtering in initial alignment or 
integrated navigation and so on. However, there is still a dearth of effective experimental methods to 
characterize the constant rate biased RLG noise. To avoid the need for high cost precise calibration 
tables and complex measuring set-ups, estimating the ARW coefficients of the gyros in the constant 
rate biased RLG INS directly is attractive. Since ARW is a high frequency noise, high frequency data 
is acquired for proper determination of the ARW error using AVAR [11]. Furthermore, calibration 
accuracy on the system is limited due to turntable precision, so turntable dynamics and other external 
noises should be taken into consideration. Consequently, full rotation interval sample (FRIS) [12] is 
not applicable to this case because of the practical limitation of the turntable rotation rate. 
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This paper aims to develop a practical method for characterizing ARW error present in the constant 
rate biased RLG measured data. Since turntable dynamics and other external noises would corrupt 
AVAR calculation, we present an experimental method for separating them from the constant rate 
biased RLG measured data and verify the effectiveness of this method on a postulate system. 

The remaining of this paper is organized as follows: Section 2 presents a brief description of the 
postulate system used as the experiment platform and an overview of the AVAR technique. In 
Section 3, an ideal observation model of the RLG triad mounted on a turntable is firstly discussed, and 
a method based on sampling the RLG measured angle at full rotation interval is then introduced. Next, 
problems of characterizing ARW of the constant rate biased RLG are addressed. To tackle these 
problems, a practical observation model is discussed, and an experimental method based on the fast 
orthogonal search (FOS) is proposed. Section 4 presents the validity check of the FOS-based method 
and the estimation results of the ARW coefficients for both the mechanically dithered RLG and the 
constant rate biased RLG. Conclusions are drawn in Section 5. 

2. Background Work and Some Preliminaries 

2.1. Experiment Platform Configuration and Definition of Coordinate Frames 

To characterize the ARW of the RLG in the two operation modes and make comparisons between 
them, we set up a postulate system [13] as the experimental platform (see Figure 1(a)), the principal 
idea of which is close to that of WSN-5 [1] or INS PL41 MK4 [2]. The postulate system and 
coordinate frames in the postulate system are shown in Figure 1 . 

With angular divisions in the form of a line grid which is read out photoelectrically, divisions of up 
to 7,200,000 lines on the circle perimeter of the angle encoder are realized, corresponding to an 
angular resolution of 0.18". Furthermore, when the system passes each full rotation, the photoelectric 
null indicator on the angle encoder permits one to determine the 360° angle with an accuracy of 2". 



Figure 1. (a) The postulate system; (b) Coordinate frames in the postulate system. 
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Without loss of generality, the local-level frame n is selected as the navigation frame, with x„ 
directing north, y n directing east and z n downwards vertically. We denote by e the Earth-Centered 
Earth-Fixed frame and by i some chosen inertial frame. 
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Ignoring the fact that errors due to precision limitations in manufacture and installation of the 
installation structure are extraordinarily small, we denote by s the IMU sensors' orthogonal frame 
where each axis lies along each of the RLG triad sensitive axes. 

We denote by b the body frame, where Xb lies along the projection of gyro sensitive axis x s on the 
turntable plane, Zb lies along the turntable shaft center and downwards vertically to the turntable plane, 
and yb lies on the turntable plane to form an orthogonal frame. The b frame is rotated along with the 
turntable rotation. We define the bo frame when axis Xb coincides with the photoelectric null indicator. 

The transformation matrix from the b frame to the s frame should be determined by laboratory 
calibration prior to practical use. Its general form can be described by the following expression: 



c s 



4 l ~ e l - e yl4 X ~ e l 



(1) 



where e x , e y and e z are the proportion of turntable shaft input angular rate imparted on the three gyros, 
namely l/V3 for each [1,2]. From statistics results of repetitive laboratory calibration done on the 
experimental platform, we obtain: 

max{|tfe t |, l&^l,^!} < 0.002 (2) 



where Se x , Se y and Se z are the deviations of e x , e y and e z from their ideal value 1/V3 , and the operator 
"max{}" represents the maximum of its calculated variables. 

2.2. An Overview of AVAR Analysis 

Many possible noise sources mentioned in [10,1 1] can be present in the measured data. However, in 
this study we only consider noise terms that are either known to exist in the RLG, or otherwise 
influence its measured data. 

Considering two data records, AVAR of each data record at any given x, denoted as o\(x) and a 2 {x), 
can be computed according to [11]. Then, AVAR of the difference between the two data records can 
be expressed as: 

2 / \ 2/ x 2/ x 6Q 2 2N 2 4B\ „ 2K 2 - 2 2 

T i n 3 v ' 

where Q is the quantization noise coefficient, TV is the ARW coefficient, B is the bias instability 
coefficient, K is the rate random walk coefficient, R is the rate ramp coefficient, and x is the time length of 
data clusters. The symbol " " represents the average value of noise coefficients of the two data records. In 
the least mean squares sense, the coefficients in Equation (3) can be determined within a given 
accuracy [10,11]. 
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3. RLG Observation Model Development and Noise Separation Method 

3.1. Ideal Observation Mode 

Theoretically, angular rate vector as measured by the RLG triad on the experimental platform is 
given by: 

e£=q[fii + C*e(< + <)] (4) 

where <b£ is the RLG triad measured angular rate, col me tum rate °f me Earth expressed in the n 
frame, af en the turn rate of the n frame with respect to the e frame, and co h nb the turn rate of the b frame 

with respect to the n frame. 

As the experiment platform is placed on a vibration insulating foundation in laboratory, which 
means that ®° = 0 , the following parameter may be defined: 



1 = h n 2 /7 3 f=C n b »< 



(5) 



where tf is a constant value vector. 

From the above equations, measured angle of each RLG is determined as the integral of af is from 

time 0 to time t, yields: 



6{t) = 



k k 
e x n 3 t + e x a + -^-sina - -^-(cosa - 1) 

enJ + ea + —sin a (cos a - 1 ) 

y 3 y 12 Q V ' 

k k 
enj + ea + —sma — ^-(cosa-1) 



(6) 



where 0(t) = \o x (t) 0 y {t) G z (t)~\ T represent the RLG triad measured angles, k xi , k yi , k zi (i = 1, 2) the 
respective constant value coefficients, a the rotation angle of the axis Xb with respect to the 
photoelectric null indicator, Q the rotation rate of turntable shaft. We have: 



a = f £idt 
Jo 



(7) 



3.2. Problem Formulation 



According to [12], isolation of turntable rotation periodic components from the RLG triad measured 
angle can be implemented by FRIS, which is to sample 0(t) at the time the turntable shaft passes each 
full rotation. Assuming that turntable rotation angle is 2n from t\ to h, from Equation (6) we can obtain: 



*(')£= k(0|" d M{ 0 z (o[;]=(2^ 3 (' 2 -o) 



(8) 



Taking the difference between two components of the resultant difference data record , for 
example O x (if t and 0_ (?)[', gives: 
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Considering that Se x , Se y and Se z are rather small, which implies e x -e z ~ 0, it is evident from 
Equation (9) that components simultaneously imparted on the two gyros will be removed effectively. 
Theoretically, the resultant difference data record 80j\ 2 t is composite of noise processes present in x 
and z gyros, and AVAR can be used to estimate the average ARW coefficient of x and z gyros. 

To verify its precision for characterizing ARW of the constant rate biased RLG, we process x and z 
gyro measured data collected over two hours on the experimental platform by utilizing the FRIS 
method. The log-log plot the a(x) versus x within an estimation accuracy of 10% is shown in Figure 2. 

Figure 2. AVAR result of x and z gyros measured data processed by the FRIS method. 
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Using least mean squares fit, a value of 0.0498 %/h is obtained for the average ARW coefficient of 
x and z gyros. In view of the results of the theoretical analysis in [5] and the experimental tests in [2,6], 
the estimated average ARW coefficient here is dubious and incorrect. Therefore, two problems have to 
be addressed. 

The first problem involves turntable dynamics and other external noises. In Figure 2, the AVAR 
shows sinusoidal behavior with successive peaks, which illustrates that the AVAR estimation is still 
contaminated by other periodic components which are not integer harmonics of either a or t. 

The second problem relates to the correlation time of the ARW error of RLG. An appropriate sample 
rate/data record length should be chosen to overlap about the correlation time of the ARW error [11] in 
AVAR calculation. To state this problem clearly, we also process one measured data of z mechanically 
dithered RLG collected for two hours on the experimental platform under stationary conditions at 
different sample rates. Figure 3 shows the log-log plots of cr(r) versus x with a maximum estimation 
percentage error of 10% at different sample rates. 

Using least mean squares fit, the estimated ARW coefficients of z mechanically dithered RLG are 
2.5006 x 10" 4 %/h , 3.301 1 x 10" 3 %/h , 4.5305 x 10" 3 °/Vh at 1 s, 6 s and 12 s sample time intervals, 
respectively. Compared with the results listed in Table 1, we believe that 1 s is an appropriate sample 
period for characterizing the ARW of RLG. The resultant difference data record should be acquired for 
a shorter FRIS period of time, which gives reason for the wrong result shown in Figure 2. However, 
because of the practical limits of the turntable, a higher rotation rate will result in lower angle encoder 
measuring precision and much more turntable noise. Therefore, the FRIS method is not applicable 
to this case. 
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Figure 3. AVAR results of one measured data of z mechanically dithered RLG under 
stationary condition at different sample rates. 
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3.3. Practical Observation Model and Noise Separation Method Based on the FOS 

To tackle the problems formulated above, a practical observation model is discussed first. Then an 
experimental method based on the FOS is proposed to separate periodic components due to turntable 
motion and other external disturbances from the RLG measured angle in a two-step procedure. At last, 
the resultant gyro noise difference data record can be sampled at 1 s time interval to improve the 
estimation resolution of the ARW coefficient of RLG using AVAR. 

Taking x gyro as an example, we consider first the effect imposed by turntable rotation. As was 
mentioned above, main errors introduced by the turntable rotation to x RLG measured angle, denoted 
as A6 x>rot {a), can be expressed in the form of «-order harmonics of a: 

A0 *,ro, (« ) = Z (\(2 + 2 W ) sin + k x{2+2i) (cos (ia ) - 1)] ( 10 ) 

where k xi (i = 3,—, 2+2n) represents the respective constant value coefficient. 

Other external periodic disturbances, denoted as A6 x , e iec{f), also contribute to x RLG measured angle 
and should be modeled. We may write: 

m i- -i 

^ xMec (0 = Zl Wi) ^M+Ui/) HKO- 1 )] (ii) 

where /,• (j = 1, m) represents the respective constant value coefficient. 

From Equations (6), (10) and (1 1), a practical observation model may be derived: 

%{t,a) = 6 X (t)+A0 Xirot (a)+A0 x , dec (t) + n x (t) (12) 

where 6f x (t,a) represents the practical observation model in true environment, n x is the x gyro random 
error, which is the composite of gyro noise n t and random errors n xa caused by the turntable motion. 

Due to the variation of turntable rotation rate, A6 Xjrot (a) and A9 Xt ei ec (t) should be described with 
different scales (a or t), thus the traditional least mean squares fit technique cannot isolate the multiple 
errors. Rearranging Equation (12) in accordance with the scales (a or i), this becomes: 

e:(t,a)=d:(t) + e:{a) (13) 

where: 
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m m 

0'W = -IX(2y) +e M + U]x<2 J - l) sin{<Ojt)+l x(2j) cos(fl>/)] + » x>( n 4 ) 

7=1 7=1 

K («) = "Z ^'(2 + 2,) + e ,« + Z L^(2 +2; --i) sin (;'«) + *; (2+2i) cos (za)J + n xa (J 5) 

1=1 1=1 

K2, + /)=^(2, +/) + ^ i = \;j = \,2 

{K(2i+j) = K(2 i+J ) i = 2,-,n;j = \,2 ^ 1 6 ^ 

As can be seen in Equations (14) and (15), (^(t) and 0 x {a) have an analogous description form. 
This potentially provides us the possibility of approaching a unified algorithm to remove both of them, 
even though the scales in the two equations are not identical. 

To describe Equations (14) and (15) in a unified form, we may write: 

N 

K (A) = 5C*o + Xj- + Z [%.v(2 0 sin(fi^.A) + Z^w) cos ( 0) t X)\ + n xA ( \ 7) 

,=1 

where X represents the scale in a or t, and Xa (i = 0,— , 2A^+1) can be determined by corresponding 
items in Equation (14) or (15). Noting that, when A= t, N equals to m in Equation (14); when A= a, 
equals to n, and co, equals i in Equation (15). According to the analysis above, special attention should 
be paid to the following points: 

1 . Equations (14) and ( 1 5) are both nonlinear; 

2. The RLG measured angle is sampled at a fixed time interval in the postulate system, 
however variation of turntable rotation rate causes a sampled at an unequal interval; 

3. Frequencies of periodic components in Equation (14) or (15) may be very close, so 
traditional filtering techniques {i.e., Fourier series analysis) may not characterize them 
precisely for frequency leakage and low signal to noise ratio. 

The FOS has been illustrated for efficiently constructing accurate and parsimonious models of 
nonlinear dynamic systems {i.e., sinusoidal series data) without requiring the data to be equally 
sampled [14-18]. Therefore, the FOS is a suitable solution for problems to be solved in this section. 

We may write Equation (17) in a general form for the FOS: 

2JV+1 

W)=i l X„P,W + »^ (18) 

where: 

P\X) = X' z' = 0,l 

P,(A) = sm(a>jA) i = 2j,j = l—N (19) 
P,{X) = cos(m J X) i = 2j + l,j = l,-N 

By selecting candidates P t (A) as pairs of sine and cosine terms at each of the frequencies chosen, 
constructing the sinusoidal series data is accomplished naturally. The magnitude and phase at the 
candidate frequency can be determined by the least mean squares fit. Further details concerning this 
algorithm can be found in [14-18]. To characterize ARW of the RLG triad mounted on a turntable 
effectively, an experimental method based on the FOS for isolating periodic components of %(t) and 
0 X (a) is proposed as follows: 
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Step 1. Remove periodic components of 6£(a) in Equation (15) from the RLG measured angle 
using the FOS; 

Step 2. Remove periodic components of %(t) in Equation (14) from the resultant RLG measured 

angle through Step 1; after one RLG measured angle data record is processed by the 
above two-step procedure, main components left in the resultant RLG measured angle 
can be expressed as: 

f m n \ 

%{t,a) = e x (ri 3 t + a)- £/ 2 ,. +$X' (2+2<) +«,,„+«,,, (20) 

Step 3. Taking difference between the resultant data records of x and z RLG measured angles 
from Step 2, remainder components of turntable motion and the Earth rotation are 
isolated in succession. As was done in (9), we obtain: 

C (*,«) = %{t,a)-6r{t,a) = n xt -n zl +0 o (21) 
where 9 0 is a constant value which can be easily eliminated: 

m n 

0 O =Z( / z(2/) - / v(2/,) + Z( A: '(2 + 20 "^2+20 ) (22) 
j=l i=l 

Step 4. Sample the resultant gyro noise difference data record 0" xz {t,a) at 1 s time interval, and 
then estimate the average ARW coefficient of the two gyros by AVAR. 

For convenience, this four-step method proposed above to characterize ARW of the RLG triad 
mounted on a turntable is called as the FOS-based method. 

4. Experimental Results and Discussions 

By characterizing ARW of the mechanically dithered RLG under stationary and turntable rotation 
conditions, validity of the FOS-based method is checked. Then, the average ARW coefficient of the 
constant rate biased RLG is estimated by utilizing the FOS-based method. 

On the experimental platform, sample time of the RLG measured angle, denoted as r s , is 2 ms. In 
the AVAR calculation, the unit of a(r) is °/h and the gyro noise data record is sampled at a time 
interval ro= 1 s. Taking the long-term stability of the gyros into account, required tests are done three 
times on different days under respective turntable rotation conditions. Laboratory tests are done by 
fixing the experimental platform on a vibration insulating foundation, without any temperature control 
device or other such instruments. Only x and z RLGs are available on the experiment platform. 

4.1. Validity Check of the FOS-based Method 

Let the RLG triad on the experiment platform operate in the mechanically dithered mode. The RLG 
triad measured angle is collected for two hours on the experimental platform when the turntable is 
stationary and the turntable rotates continuously in a single direction at 107s, 207s, 307s and 
407s respectively. 

(1) For data collected when the turntable is stationary, the ARW coefficient of the mechanically 
dithered RLG can be estimated after simple post-processing of the measured data with sampling the 
data records at a time interval ro = 1 s. To provide a reference for the FOS-based method, the average 
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ARW coefficient of x and z mechanically dithered RLGs is estimated by AVAR after taking difference 
between the two measured data. Figure 4 shows a log-log plot of cr(r) versus r of the resultant gyro noise 
difference data under stationary condition, with an AVAR maximum estimation percentage error of 10%. 

Figure 4. AVAR results of the resultant gyro noise difference data of x and z mechanically 
dithered RLGs under stationary condition. 
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(2) For data collected under turntable rotation, the average ARW coefficient of x and z mechanically 
dithered RLGs is estimated by utilizing the FOS-based method. A log-log plot of a(r) of the resultant 
gyro noise difference data of x and z mechanically dithered RLGs versus r when the turntable rotates at 
40°/s is shown in Figure 5, with a maximum estimation percentage error of 10%. 

Figure 5. AVAR result of the resultant gyro noise difference data of x and z mechanically 
dithered RLGs when the turntable rotates at 40°/s. 
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Estimation results of the ARW coefficient of the mechanically dithered RLG under different 
turntable rotation conditions are listed in Table 1 . 

Table 1. Estimation results of the ARW coefficient of the mechanically dithered RLG 
under different turntable rotation conditions. 



Data Time 


0°/s 


10°s 


20°/s 


30°/s 


40°/s 


1 


3.6427 


3.3903 


4.2517 


3.4121 


3.4328 


2 


3.3709 


3.4392 


3.1152 


3.2906 


6.5700 


3 


3.7997 


3.0869 


3.6555 


4.1709 


4.5071 



(a) Unit of the results is 10 4 %/h . 
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Comparing Figure 5 with Figure 2, various periodic components found in the RLG measured angle 
can be accurately removed by the FOS-based method, which is profitable to improve the least mean 
squares fit in AVAR calculation. In Table 1, it is illustrated that the FOS-based method can estimate 
the average ARW coefficient of x and z mechanically dithered RLGs accurately. In general, the 
FOS-based method is validated to be effective for characterizing ARW of the constant rate biased RLG 
mounted on a turntable. 

4.2. Characterization of ARW of the Constant Rate Biased RLG 

Let the RLG triad on the experimental platform operate in the constant rate biased mode, and 
turntable rotates continuously in a single direction at different turntable rotation rate, such as 10°/s, 
20°/s, 40%, etc. By utilizing the FOS-based method, the average ARW coefficients of x and z constant 
rate biased RLGs are estimated. Figure 6 shows a log-log plot of er(r) versus r of x and z constant rate 
biased RLGs, with an AVAR estimation maximum percentage error of 10%. Estimation results of the 
average ARW coefficient of the constant rate biased RLG are listed in Table 2. 

Figure 6. AVAR result of the resultant gyro noise difference data of x and z constant rate 
biased RLGs when the turntable rotates at 40%. 
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Table 2. Estimation results of the average ARW coefficient of x and z constant rate biased 
RLGs by utilizing the FOS-based method. 



Data Time 


10°/s 


20°/s 


40°/s 


60°/s 


80°/s 


1 


8.3297 


6.7278 


7.4707 


2.1993 


3.4774 


2 


4.6176 


2.6117 


2.3985 


2.9396 


2.3414 


3 


6.8846 


3.2470 


2.3238 


2.5313 


2.6234 



(a) Unit of the results is 10 5 %/h . 



Comparing Figure 6 with Figure 2, estimation accuracy of the average ARW coefficient of x and z 
constant rate biased RLGs is significantly improved. In Table 2, it should be noted that the average 
ARW coefficient approaches stability when the turntable rotates at a much higher rate, which may be 
attributed to scale factor nonlinearity at low turntable rotation rates [9]. Therefore, the results in 
Table 2 will provide us a reference to determine the turntable rotation rate optimally in practical 
engineering applications of the constant rate biased RLG INS. In Tables 1 and 2, it can also be 
concluded that the average ARW coefficient of RLG operating in the constant rate biased mode is one 
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order less than that in the mechanically dithered mode. Using the statistics of the estimated results 
listed in Table 2, we can determine the a priori probability of gyro errors for the Kalman filtering or 
the actual precision limit of the constant rate biased RLG INS in initial alignment or integrated 
navigation and so on. 

Taken together, the FOS-based method has been experimentally verified to be effective in 
characterization of the ARW of the RLG triad mounted on a turntable in the postulate system. In 
addition, statistic of our experimental tests have been used in the first laboratory tests of initial 
alignment on the experiment platform and achieved high initial alignment precision presented in [19]. 

5. Conclusions 

An actual account of ARW coefficients of the gyros in the constant rate biased rate RLG INS is 
most important to determine the a priori probability for the Kalman filtering in initial alignment or 
integrated navigation applications and so on. Estimating the ARW coefficients of the gyros in the 
constant rate biased RLG INS directly will avoid the need for high cost precise calibration tables and 
complex measuring set-ups. However, estimation accuracy of this method is easily affected by 
turntable dynamics and other external noises. 

A practical observation model of the RLG triad for denoising and increasing sample rate in AVAR 
calculation, and an experimental method based on the FOS was proposed to extract gyro noises from 
the RLG measured data were discussed. Validity of the FOS-based method was experimentally 
checked among the mechanically dithered RLG data collected on the experiment platform under 
stationary and turntable rotation conditions. 

The experimental results show that the FOS-based method can estimate the ARW coefficients of 
the mechanically dithered RLG and the constant rate biased RLG accurately. Statistical results of the 
tests will provide us references in many aspects as mentioned above. Therefore, the FOS-based method 
is algorithmically simple and possessed of low cost attribute, and it will be greatly helpful in 
engineering application of the constant rate biased RLG INS. 
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